SAKUGI 
INSTALLATION MANUAL 


PART DESCRIPTIONS 


P 


Bottom Basket Bracket 


Top Basket 


Note: Please check if there are parts lost or broken before the installation. If 
there are, please contact us for help. 


GUARANTEE 


If there are any problems with this product, please feel free to contact us. We 
will offer you a full refund or a replacement. 


X4) E-mail: sakugi.service@gmail.com 


INSTALLATION STEPS 


| Step 1: Mark the position. Put A in the desired 
place on your cabinet board and mark the edges of 
the two slide rails. 
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Step 2: Find the 4 holes. Fully extend the slide rails 
and make their edges aligned with the pre-marked 
position. Now you will see the four holes as shown. 


mies Step 3: Fix the slide rails. Align the two slide rails, 
EON then fix holes 1 and 2 with Ds. Next, fix holes 3 and 
eee 4 with another two Ds. 


Step 4: Install the brackets. Keep the bars facing up 
and insert Bs into the mounting holes of A. 


Step 5: Install the top basket. Insert C into Bs 
to finish the installation. 


a. There is some grease in the grooves of the slide rails, just wear gloves to 
avoid touching, or clean your hands with the hand sanitizer after installation. 


b. When fixing the rail base, please strictly abide by the pre-marked position to 
drill the screws. When mounting the bottom basket, please align the grooves of 
it with the slide rails first. 


